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USIB-D-5. 1/10 
15 October 1969 


UNITED 


STATES 


INTELLIGENCE 


BOARD 


MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 

SUBJECT : DCID No. 1/15, M Data Element and Code 

Standardization for Intelligence and 
Intelligence Information’' 

REFERENCE : USIB-D-5. 1/9, 3 October 1969 


1. The attached DCID No. 1/15, approved by the Director of 
Central Intelligence with the concurrence of the United States Intelligence 
Board as of 14 October 1969, is circulated herewith for information and 
appropriate implementation. 

2. Copies of this Directive will also be printed in the established 
DCID format and disseminated at an early date to holders of the ’’Intelli- 
gence Directives” Handbook. 
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